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Redesignthe CP-4 Control Panel and fabricate 100 mite. 
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;7 Redesign the CP-4 control panel a# a more efficient unit and 
rebuild, from the start , using miniaturisation technique# wherever 
PPfsfble and practical, incorporating features in the equipment 
tsm 1 experience gained from previous models of the control panel. 


fk 


r 7 L- 




APPROVAL /OAteJ 


APPROVED BY 

/s/QBG 
'«/ JJK 


starting date 

July 1958 


COMPLETION DATE 


*" 


An engineering model of the transistorised CP-5 has been aon- 
structed and tested. During the next reporting period the unit will 
he turned over to OC-T for their comments. 
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